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An abridged table of the winds, &:c. for Bristol, for 

the Year 1778. 
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W E A T H E R F O R T H E Y E A R 1 778. 

January* Glo.udy but dry till 4th^ with afroft; rain, 
on 4th and 5th; frolty till lath^ then lainy, except 
1 6th, till 26th; then a froft till a8th, when it thawedas 
on 29th; 30th and 31ft wet. 

February. Dry to the 4th and on 5th^then wettc 
9j:h; dry and froft on 13th to 14th; i6th, 17th, 
18th, and 19th, frofty; then wet till 26th; that and 
a7thhadfomefnow; a 8th fair, 

March. Fair to the 6th; ,7,th cloudy; 8th wet ; cloudy 
but dry to the 12th, and dry to the aoth; wet to 25th: 
dry to % 8th ; after that wet to .the end. April. 
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April. Dry to the 6tti,aa<i after that to ptb^ and then 
to the 1 3th, ami after that to 1 6th ; 1 7 th and 1 8th 
fair; igth and 20th ftormy; then dry mid frofty to 
a 7th; ii^Sth eloiidy ; agth and 30th wet. 

May. The I ft dry ; then it was wet to the ptJi; dry to 
the )iza; then it rained to 19th; was^dry to Z2d, and 
afterwards, except ayth^ to th:e end. 

June. Wet, except the 3d, till 6th ; 7 th wet ; 8th dry; 
9th wet; then dry to r5th, and after that to 24th; 2i5th 
dry; 26th,z7thlftormy; aSthdry; TZQthftormy; 30thdry. 

July. The I ft and 3d wet; ad dry, and to the t6th; 
then it was wet the reft of the^iiionth. 

Auguft. Some rain on 3d, 6th, 14th, 15th, arid 50th; 
the reft was quite dry, and chiefly ^ fair. 

September. Was dry to the 7th, and on 8th aiid 9th:; 
then wet to 13th; dry ttt d6thj 17th wet; thto dry to 
a4th; 25th dry; -26th and ^ 7th wet; aSth, i29^^ a 
froft; 30 th wet. 

0(fk)ber. The i ft wetj 2d dry; 3d wet; 4th, 5th, 
dry; 6th, 7th> 8th, wet; then Iroftf^^^^t^^^^ 
which, exicept oii the 25th, a6th, a 9th,' it was very wet. 

November. The ^d, 8th, 14th, isth, sbth, 2ij[^ 
and 3x>th> werte dry; the reft were all wet. 

December."ift and sthfrofty ; then it rained till a^tli, 
excepting 19 and sift; then a froft to 28th; then wet 
to the end. 



